‚ Customer 


Dart Aerospace Ltd. 


Monday, 22/12/2008 3:06:26 PM 
Melanie Fauteux 


| Process Sheet 
: CU-DAR001 Dart Helicopters Services Drawing Name _ PEDAL LOCK ASS'Y 


Job Number : 44257 


: 13076 
: Part Number : 03370081” = oul 
: 22/12/2008 S.O. №. : Drawing Number >; 03370 REV C р 


: NC Project Number : МА 
11 Type : MACHINED PARTS Drawing Revision :С. 


: 44001 Маепа! 


: Due Date : 20/01/2009 Qty: 
: Est. а 07.11.29 newissue ЕС 
Est Rev:B 08-07-17 revC as per dwg DD verified by:EC 


iditional Product 


b Number: 


2.0 033703 Pedal Lock Cover i 


ЇЇ ЇЙ 


Machine Or Operation: 
D33701 | Pedal Lock Base 


( — ІШ 


Comment: Qty.: 1.0000 Each(s)/Unit Total: 4.0000 Each(s) 
Pedal Lock Base 


BATCH 524356 /» о41( 6 Бе (ad) * 
чи И, 


(2 


Comment: Qty.: 1.0000 Each(s)/Unit Total : 4.0000 Each(s) | 
Pedal Lock Cover 


BATCH 5118 


033735 Сат Lock 


ІШІ 


Comment: Qty.: 1.0000 Each(s)/Unit Total: 4.0000 Each(s) 


BATO 21,85 


***CHECK WITH PRODUCTION IF KEYED ALIKE OR UNALIKE** 
D33853 


ШІ 


Comment: Qty.: 1.0000 Each(s)/Unit Total: 4.0000 Each(s) 
Hinge 


BATCH 22354 


Dart Aerospace Ма 


WORK ORDER CHANGES 


W/O: 
Approval 
DATE | STEP PROCEDURE CHANGE Chief Eng/ | APProval 
| nspector 


Part No: PAR #: Fault Category: NCR: Yes Мо DQA: Date: 
Resolution: Disposition: QA: М/С Closed: Date: 
NCR WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action Section B ги 
Description of МС - Verification | Approval | Approval 
Ба ЗТЕР Section А Initial Action Description Sign & Section C Chief Eng QC Inspector 
Chief Eng Chief Eng Date 


` NOTE: Date & initial all entries 


H.\fFORMS\Quality Assurance\approved QA\NCRWO RevE 


Date: Monday, 22/12/2008 3:06:26 PM 
User: ` Melanie Fauteux Process Sheet 


Customer: CU-DAR001 Dart Helicopters Services Drawing Name: PEDAL LOCK ASS'Y 


Job Number: 44257 кз Part Number: 03370051 


Machine Or Operation: Description : 
AN526C832R6 


Comment: Qty.: 4.0000 Each(s)/Unit Total: 16.0000 Each(s) 
Screw 


BATCH r\\\do\ 


D27287 Dart Logo label 


ІШІ oy 


Comment: Qty.: 0.0000 Each(s)/Unit Total: 0.0000 ой а 
Decal 


BATCH % 25 


HX81 1/4"-20 SHCS 3/8" long 


Comment: Qty.: 1.0000 Each(s)/Unit Total: 4.0000 Each(s) 
1/4"-20 SHCS 3/8" long 


patcH Miaa 


AN960416 


Comment: Qty.: 2.0000 Each(s)/Unit Total: 8.0000 Each(s) 
Washer 
BATCH 
D3384041 Cyclic Sock Assembly 


Comment: Qty.: 1.0000 Each(s)/Unit Total: 4.0000 Each(s) 
Cyclic Sock Assembly 


BATCH BYL 3H 


238028 3/16" Dowel Pin .5" long 


Comment: Qty.: 2.0000 Each(s) я, Total: 8.0000 Each(s) 


3/16" Dowel Pin 5“ long 
BATCH СЕТ» 


SMALL FAB 1 `——_ SMALL & MEDIUM FAB RESOURCE 1 


Comment: SMALL & MEDIUM FAB RESOURCE 1 
Assemble as per dwg 03370 


Page 2 


Form: rprocess 


Dart Aerospace Ltd 
| WORK ORDER CHANGES 


Approval 
DATE | STEP PROCEDURE CHANGE Chief Eng / Approval 
Prod Маг nspector 


Part No: _РАВ #: Fault Category: NCR: Yes Мо РОА: Date: 
Resolution: Disposition: QA: NIC Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


ae Corrective Action Section B Е 
Description of МС — - сене - Verification | Approval | Approval 
DATE | STEP Section A Initial _ Action Description Sign & Section C Chief Eng | QC inspector 
Chief Eng Chief Eng Date р 


NOTE: Date & initial all entries Б 


H:\fFORMS\Quality Assurance\approved QA\NCRWO НеуЕ 


Date: Monday, 22/12/2008 3:06:26 PM 
User: * Melanie Fauteux 


Process Sheet 
Customer: CU-DAR001 Dart Helicopters Services _Drawing Name: PEDAL LOCK ASS'Y 


Job Number: 44257 Part Number: D3370051 


Seq. # Machine Or Operation: Description : 
INSPECT WORK TO CURRENT STEP 


ш ШШ. 


Comment: INSPECT WORK TO CURRENT STEP 
PACKAGING 1 PACKAGING RESOURCE #1 


Comment: PACKAGING RESOURCE #1 
Identify and Stock 


Location: ; СІ Ч Я 


ас21 FINAL INSPECTION/W/O RELEASE 


Comment: FINAL INSPECTION/W/O RELEASE 


= ШШШ ©5942 


C4038 Ww 
СУЧА 
с Ч24 № 


Раде 3 


Form: rprocess 


Dart Aerospace Ltd 


[wo: | WORK ORDER CHANGES 
Approval 
| pare | STEP PROCEDURE CHANGE Chief Eng / 


Approval 


Prod Mgr QC Inspector 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 
e Disposition: QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


ae Corrective Action Section B 
Description of NC Verification | Approval | Approval 
Ба STEP Section A Initial Action Description БОЗ п & Section С Chief Eng QC Inspector 
Chief Eng Chief Eng БОЗ 


NOTE: Date & initial all entries А 


H:\fFORMS\Quality Assurance\approved QA\NCRWO RevE 


a x aroos 


D3384-041 CYCLIC SOCK 
1 HX-81 1/4-20 SOCKET HEAD CAP SCREW 
2 AN960-416 | WASHER _ 


Ea SSeS ЕЕ Я 

027287 
eee S 
ШЕШЕСІНЕ 


НІМСЕ 
Ф3/16 X 0.50 GROUND STUD DOWEL РІМ |GROUND STUD DOWEL РІМ 


SCREW 


SHOP COPY 
RETURN TO 
ENGINEERING - 
UNCONTROLLED COPY. 
SUBJECT TO AMENDMENT 
WITHOUT NOTICE 


DES 


SHEE 
DRAWING TRANSFERRED ТО "В" SIZE ҒО 
REFORMATTED TO CURRENT STANDARDS. 


БСТТЕТІЕТІС ав 


T 1 ADDED P/L, ADDED -041 TO P/L (SEE NCR 264). 


AT. 


08.07.11 


__| MB |] DART AEROSPACE LTD 
HAWKESBURY, ONTARIO, CANADA 
CHECKED | {y _| DRAWINGNO. REV. С 


D3370 SHEET 1 0F 4 
APPROVED |7744” [mE SCALE 
[Е АРРК. [77 | PEDAL LOCK © NIS 
Қ ` WRITTEN PERMISSION FROM DART AEROSPACE LTO, 
2 1 


#10 LOCK WASHER REF 
#10-32 UNF PAN CROSS HEAD SCREW REF 
(AS PER D3373-1) 
0.100 MAX. 


AN526C832RG 
SCREW 
4PL 


SECTION A-A 


STD. GROUND DOWEL PIN 


D3370-3 D3370-1 
COVER 2316 x 0.50 ВАЗЕ 


D3370-051 PEDAL LOCK ASSEMBLY 


NOTES: 

4) MATERIAL: N/A 

2) FINISH: NONE 

3) TOLERANCES: PER DART 051 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 

) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 

6) IDENTIFICATION: NONE 

7) WEIGHT: 0.75 Ibs 


Сл 


3 


SHOP COPY 
RETURN ТО 
ENGINEERING 
UNCONTROLLED COPY 
SUBJECT ТО AMENDMENT 
WITHOUT NOTICE 


WORK 
NO. 


[е 


` DART AEROSPACE LTD A 
HAWKESBURY, ONTARIO, CANADA 


DRAWING NO. REV. С 
D3370 SHEET 2 OF 4 
THLE . ЗСАЦЕ 
PEDAL LOCK © NTS 


COPYRIGHT © 2004 BY DART AEROSPACE LTO 
THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND 15 SUPPLIED ON THE EXPRESS CONDITION THAT IT 15 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


2 1 


АЛТИ 


= E ee гүл т 


-32 UNC р ф0.136 THRU, 
ТАР 8-32 UNC 
2 PL 


DRILL 00.201 x 0.625 DEEP, 
TAP 1/4-20 x 0.500 MIN DEEP 0.850 


SECTION B-B SECTION C-C 
а шташ т SHOP COPY 


RETURNTO > 
ENGINEERING 
+0.010 UNCONTROLLED COPY 
0.635 _ 0.000 | SUBJECT ТО AMENDMENT 
| 20.185 (#13 DRILL) x 0.456 DEEP WITHOUT NOTICE 
Ø 1.250 x 0.715 DEEP % 0.015 x 60° CHAMFER | | 


15° (ТҮР) 


(т 


ІТ. Е | * 
0.188 0.19 x 45° И РЕ 


СНАМҒЕК 
ф0.203 x .456 DEEP, ТҮР ; А 


0.015 x 60° CHAMFER 
2 PL D3370-3 COVER 


D3370-1 BASE 


NOTES: [DESIGN | мв | DART AEROSPACE LTD 
Т) MATERIAL: 6061-T6/T651 (QQ-A-200/8 OR QQ-A-225/8) JORAWN | А5 | HAWKESBURY, ONTARIO, CANADA 
[CHECKED | oh | REV. С 


2) COVER INSIDE HOLES PRIOR PAINTING 
3) FINISH: CHEMICAL CONVERSION COAT PER DART QS! 005 4.1 [MEG.APPR. | # | SHEETS Ord 


" POWDER COAT FIRE RED (4.3.5.10) PER DART 051 005 4.3 APPROVED 
4) TOLERANCES АВЕ PER DART 051 018 UNLESS OTHERWISE NOTED [APPROVED | „Ди, | TITLE 
5) ALL DIMENSIONS ARE IN INCHES | ; Tam PEDAL LOCK 


6) BREAK ALL SHARP EDGES 0.005 TO 0.010 DATE COPYRIGHT © 2004 BY DART AEROSPACE LTD 


08. 07. 1 1 THIS DOCUMENT 15 PRIVATE AND CONFIDENTIAL АМО 15 SUPPLIED ON THE EXPRESS CONDITION THAT IT IS 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE LTD 


8 7 i 6 2225 | 4 2 3 2 1 


МОТЕЗ: 
1) MATERIAL: SUPPLIER ВУ 03373, MODIFIED AS SHOWN 


2) TOLERANCES ARE PER DART QSI 018 UNLESS OTHERWISE NOTED 
3) ALL DIMENSIONS ARE IN INCHES 
4) BREAK ALL SHARP. EDGES 0.005 TO 0.010 


1.24 
REF 


D3370-5 CAM 


SHOP COPY 
RETURN TO 
ENGINEERING : 
UNCONTROLLED COPY 
SUBJECT TO AMENDMENT 
WITHOUT NOTICE 


WORK ORD 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 
DRAWING NO. : REV. С 
SHEET 4 OF 4 
SCALE 
NTS 


COPYRIGHT © 2004 BY DART AEROSPACE LTD 
THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT ІТ IS 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


2 | 


А 


` 


